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11 December 1970 


MEMORANDUM. FOR: 
SUBJECT j 


Assistant otputy Director for S upport 

Support directorate Preliminary Program 
Review, FY 1973-1977 


REFERENCE 


your memorandum, dated 9 November 1970 


Aa requested, attached is the Office of Medical 
Services submission for the Preliminary Program Review, 
Ft 1973-1977. 


John It "'KSjkn U.D. 

JOB* R. TUSfJEN, M. D. 

Director of Medical Services 


Attachment 

25X1 A QMS/Exo / l v 

Distribution : 

Orig & 1 - Addressee (vl cy att) 

1 “ DC/SD (w/att) (via C/SD) 

2 - D/MS Piles (w/att) 
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